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MEMBERSHIP 
As announced by President Esty at the 


November meeting of this association, a member- 
ship campaign has been launched. Under the 
enthusiastic leadership of Mr. Harold L. Brigham, 
this committee can achieve success only with the 


cooperation of each individual member. 


There is a reciprocal advantage in this under- 
taking. For the new member, the association 
offers an invaluable opportunity for social and 


professional intercourse with other men in the 


water works field; and enables him through the 
Journal, to be in touch with recent developments 
in this field. For the association, it means new 
blood to stimulate interest in its various com- 


mittees, research, and services. 


It should be the proud duty of each member 
to do his share in making the New ENGLAND 
WatTER WorkKs ASSOCIATION even more suc- 
cessful, by helping to enlarge its proper scope 


of action. 
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